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24 August 1964 


TO : Contracting Officer 

SUBJECT: Termination of LAKTfAED Contracts at ITEK Corporation 

1. I have reviewed the percentage of completion of the work 
at the time of termination as set forth in ITEK T s settlement of 
proposal. 

2# In my opinion the percentage of completion of the work as 
set forth is. a reasonable presentation of the facts as they existed 
at the time of termination. 
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